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Message Text 


UNCLASSIFIED 

PAGE 01 MONROV 00252 I31919Z 

71 

ACTION PM-04 

INFO OCT-OI AF-06 ISO-00 EB-07 DODE-00 DOTE-00 CIAE-00 

INR-07 NSAE-00 /025 W 

077940 

R 1309I0Z JAN 76 
FM AMEMBASSY MONROVIA 
TO CONGARD ONSOD WASHDC 
COGARD WASHINGTON RADIO STATION 
INFO SECSTATE WASHDC 8561 

UNCLAS MONROVIA 0252 

EO 11652: N/A 

TAGS: MARR, ELEC, LI 

SUBJ: OMEGA ELECTRONICS 

REES: A) ONSOD 19 1830Z JAN 76 (B) ONSOD 06 2000Z JAN 76 
(C) OMSTA LIBERIA 06 I650Z JAN 76 

1. RECEIPT OF REF A IS HEREBY ACKNOWLEDGED. CESIUM SR 183 EXP- 
ERIENCED SECOND CONTINUOUS LIGHT THIS DATE, REE C. BEAN CURRENT 
HAS INCREASE TO WELL ABOVE 10.2. SUGGEST PROBLEM TO BE FAULTY 
BEAM TUBE WHICH COULD BE INSTALLED ON SITE IF PROVIDED. 

2. AIR BILL NUMBER PER REF B IS PAN AM 026-6139-4266. CESIUM 
WAS ON BOARD PA183, 25 NOV IN ROUTE TO SJC VIA JEK. 

BEAN 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: ELECTRONIC EQUIPMENT, OMEGA, TRACKING STATIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 13 JAN 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976MONROV00252 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D76001 3-0022 
From: MONROVIA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 97601 63/aaaacdmh.tel 

Line Count: 43 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION PM 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 17 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <17 JUN 2004 by barnescd>; APPROVED <03 DEC 2004 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: OMEGA ELECTRONICS 
TAGS: MARR, ELEC, LI 
To: CONGARD ONSOD WASHDC 
Type: TE 
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